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Introduction 


The Meridian 1 system consists of basic building blocks called universal 
equipment modules (UEM) or modules. Each module is a self-contained unit 
with power, a card cage, I/O panels, and cable routing channels. These 
modules are stacked in one or more columns and are interconnected with 
cables. These cables connect cards in the same module, between two 
modules, and between cards and the I/O panel in the same module. 


Based on the module application, the following module configurations are 
available for the Meridian | system: 


— NT5D21 Core/Network Module, AC or DC 

— NT8D11 Common/Peripheral Equipment Module, AC or DC 
— NT8D33 CPU/Network Module, AC or DC 

— NT8D34 CPU Module, AC or DC. 

— NT8D35 Network Module, AC or DC 

— NT8D36 InterGroup Module 

— NT8D37 Intelligent Peripheral Equipment Module, AC or DC 
— NT8D13 Peripheral Equipment Module, AC or DC 

— NT8D47 Remote Peripheral Equipment Module, AC or DC 
— NT6D44 Meridian Mail Module, AC or DC 

— NT6D60 Core Module 

— NT9D11 Core/Network Module 
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